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Chapter  1  by  Hunter_Gifford 

It  was  just  a  normal  day  in  Storybrooke,  when  the  lights  started  flickering.  Everyone  was  asking 
everyone  what  was  happening,  and  we  didn't  even  know.  Everything  was  starting  to  be  super 
weird  and  we  didn't  know  what  to  do.  1  asked  my  dad  what  we  should  do  and  he  said  ”1  don't 

know". 
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